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saturated to such a depth that runoff began. By the end of the first run, the soil was saturated to such an extent that the rate of runoff caused by a given rate of precipitation was practically constant. The rates of precipitation were very high. It is to be noted that a reduction in the rate of precipitation in the last runs of an experiment was accompanied by a reduction in the coefficient of runoff.
The time necessary to produce a runoff at the lowest corner of the plot is also of significance, particularly in view of the small size of the plots.